AT A   KING'S   CROWNING

It was for the sake of Charles that Joan of Arc fought for the relief of Orleans from the English
forces, and she had made known already that she would lead him to Rheims for his coronation. It
is a matter of history that the girl actually stood beside the altar at the crowning of Charles VII.,
and the scene is illustrated in the beautiful painting reproduced above.
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